TS  Goni,  Region  9 
Cumulative  Cost  Estimates  Report 
8/17/2015  (Day  4) 


Fundin 

g 

Source 

EPA  Cumulative 
Expended  Payroll 

EPA  Cumulative 
Expended 
Travel 

EPA 

Cumulative 
IAG  Charges 

EPA  Cumulative 
Contract  Costs 

Total  Cumulative 
Costs  Expended 

Estimated  Daily  Burn 
Rate 

EPA 

$4,000 

$9,900 

$13,900 

$3,475 

1797039 
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